Using the ProFile with the Apple /// 




Getting Started 

1. Make sure ALL power has been turned off! 

2. The Apple III must have an interface card in order to run the 
Profile. This Interface Card is installed in slot #4 in your Apple 
III. 




3. After installing the Interface Card, connect it to your ProFile. 

4. Now turn on your ProFile. 

5. Install the Apple III Utility Disk in the Internal Disk Drive. 

6. Now turn on the power to your Apple III. 

7. You will see the screen below. 




8. Choose "Device Handling Commands" 

9. Then choose "Format a Volume" 
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If your SOS Disk does not "see" the Profile, try the option "L" to 
List Devices Configured to find out if the Profile is recognized 



10. Now type in " .PROFILE as the Volume Name. 





11. You will receive the large device warning.... choose "Return" 
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12. You should see the message "Format Successful" 
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13. You are now ready to install the Apple III Programs Selector 
onto your ProFile. 



